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Fresh Air Technologies is your Charlotte area moid removal, moid remediation and 
moid cleanup specialists. The professional moid remediation and moid removal experts 
at Fresh Air Technologies worK with home and business owners in the Charlotte area 
to promote and provide healthier indoor environments. Fresh Air Technologies is not a 
national moid remediation company - we are a locally owned and operated moid 
remediation and indoor air quality company located in the Charlotte, NC area. 

There are many benefits to choosing a local moid remediation company such as Fresh 
Air Technologies. You will find our moid experts are experienced in detecting the 
most common hiding places for moid and mildew in Kitchens, bathrooms, crawispaces 
and other indoor environments in homes and businesses across Charlotte, NC- In most 
situations, our mold remediation experts are also very discreet when providing moid 
removal and cleanup services - you don't need your neighbors Knowing you have moid in 
your home or business! In fact, our company provides an array of indoor air quality 
solutions such as air duct cleaning, air duct sealing, waterproofing systems, drainage 
systems, dry ice blasting, air purification systems, crawispace sealing and attic 
insulation replacement and removal. If you have a moid problem that we are inspecting, 
your friends and neighbors might thinK we are just cleaning your air ducts or sealing a 
crawispace. There is no need to be embarrassed by an unsightly and unhealthy moid 
situation - as long as you call Fresh Air Technologies, your local moid remediation 
experts, your problems will be handled quicKiy, professionally and completely. 



Mold Remediation & Indoor Air Quality Solutions 



in Charlotte, NC 
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s Charlotte Moid "Remediation 

s Charlotte Sealed Crawlspaces 

s Aero£eal Computerized Duct Sealing 

s Charlotte Air Duct Cleaning 

s "REME HVAC Cell Air purifying 

s Waterproofing 4- Drainage Systems 

✓ Attic insulation "Replacement / "Removal 

s Charlotte Dry ice Blasting 

s "Radiant Attic Barrier 



If moid and water damage is a problem in your home or business you want to taKe 
immediate action to prevent further damage and cross-contamination. If you are in 
need of moid remediation, removal or inspection you have found the industry leading 
experts who have been in the Charlotte area for more than 22 years? Our moid 
remediation and indoor air quality experts will worK with you to help you understand 
the dangers and concerns of moid and water damage affecting your property, and 
what can be done to remove and remediate the moid and water damages. 

Have you been told that most insurance policies cover moid and water damage? It is 
true! Most home and business property insurance policies do provide coverage against 
moid and water damage that may help cover the costs of moid remediation, removal, 
and cleanup. Our moid experts are experienced in dealing with insurance providers 
and adjusters. Fresh Air Technologies consults homeowners, business owners and 
realtors when moid issues come up and we will do everything possible to expedite your 
moid remediation and water damage claims and service. 

Don't wait if you live in the Charlotte area. Call the moid remediation and removal 
experts at Fresh Air Technologies today for your moid remediation estimate and 
consultation! 



Fresh Air Technologies, Inc 



22¥6-B Stevens Mill "Road 
Matthews, NC 28iw 

Fax: 70^-708-5825 
Phone: 709-622-7877 



Email: info@thefreshaircompanies.com 
http://www. thefreshaircompanies. com 



